Bench Vises 



Nutyp Vises 

Strictly high grade. Price includes 
interchangeable jaws, providing a means 
of holding work of any form. No. 501 
clamps to bench. Nos. 601 and 602 
screw to bench. 

No. 501—1 Y\" jaw. Open 1*4" 

Weight: 7 lbs. Price: $ 7.00 

No. 601—1 y±" jaw. Open 1*4" 

Weight: lbs. Price: $ 6.00 

No. 602— 2/>" jaw. Open 2)4" 

Weight: 30 lbs. Price: $14.00 




